Lil' Dixie
Littlestock
Manawa, WI
07-08-2017

Sennheiser ME66 (ORTF) > Sound Devices 552 @ 24bit/96hz > audition> CD Wave >tlh
Taper: tyedyejon/taperjon
Email: (taperjon14@gmail.com)
10' high, 100' back center






Melissa Mulroy: 12 string guitar, ukulele and lead vocal.  
Frances Ranney:  6 string guitar, cigar box guitar and vocal harmony.  
Sarah Ludeman: percussion   
Art Ranney: bass   
Gloria Krake: vocals  
Amanda McHugh: vocals


